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3.56 ( c ) 

SANITATION. 

Section 3.56(c) Housekeeping: Premises shall be kept clean and in good repair in order to protect the animals from injury 
and to facilitate the prescribed husbandry practices set forth in this subpart. 

The tube lights in the rabbit rooms have no covers and are not in protective plastic tubes. If a light breaks there is nothing to 
prevent the broken glass from falling into the rabbit enclosures or into the food receptacles on the enclosures. The lights 
need adequate safeguards to protect the animals from potential exposure to broken glass. 

Correct by September 22, 2005. 


Note: The searches for alternatives are due to be updated this year. 
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